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Canon EF 

Macro lens, 50 mm, f/2.5, Canon EF, for EOS 


Lightweight and compact macro lens for close-ups up to 0 . 已 x. Floating system for superior delineation at all focusing 
distances. With a large f/2.5 aperture，true and beautiful background blur is possible. Multi-purpose lens for portraiture 
and other applications besides macro photography. 


General information 



Canon 

Category 

Lenses 

Article number 

499376 


2537A012AA 


Technical specifications 


Product Description 

Canon EF macro lens - 己 0 mm 

Lens System 

Macro lens 
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Intended For 

35mm SLR, digital SLR 

Mounting Type 

Canon EF 

Lens Aperture 

F/2.5 

Focal Length 

50 mm 

Min Focus Range 

23 cm 

Focus Adjustment 

Automatic, manual 

Lens Construction 

8 group(s) / 9 element(s) 

Special Functions 

Macro, zoom 

Filter Size 

52 mm 

Length 

6.3 cm 

Weight 

280 g 

Designed For 

EOS 

More detailed technical specifications 

General 

Length 

6.3 cm 

Diameter 

6.8 cm 

Weight 

280 g 


Lens System 


Type 

Macro lens 

Special Functions 

Macro, zoom 

Intended For 

35mm SLR, digital SLR 

Focal Length 

50 mm 

Lens Aperture 

F/2.5 

Minimum Aperture 

F/32 

Magnification 

0.5 

Min Focus Range 

23 cm 

Focus Adjustment 

Automatic, manual 

Max View Angle 

46 degree(s) 

Lens Construction 

8 group(s) / 9 element(s) 

Filter Size 

52 mm 

Diaphragm Blades 

6 

Mounting Type 

Canon EF 

Features 

Floating system 

Miscellaneous 

Included Accessories 

Dust cap, lens cap 

Compatibility Information 

Designed For 

Canon EOS 


Siewert & Kau take no accountability nor guarantee that all information contained on these pages is current and complete. 








